


rugged dependability and practical flexibility; 
will be designed for economical operation and 
is realistically priced. These facts have been 
spectacularly demonstrated by more than 4 
years* continuous operation in 3 of the nation's 
9 Television stations. 

Furthermore, a pattern for profitable station 
design, management and programming has been 
set at DuMont's pioneer station, WABD New 
York... a pattern and backlog of Television 
"know-how" which is available to prospective 
station owners. Call, write or telegraph today. 
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